36:-CHRlST  CHURCH   ( OL 


D  NORTH)  .  BOSTON.  MASS. 


THE  SIGNAL  LANTERNS  OF 

PAUL  REVERE 

DISPLAYED  IN  THE  STEEPLE  OF  THIS  CHURCH 

APRIL  18,  1776 

WARNED  T^E  COUNTRY  OF  THE  MARCH 

OF  THE  BRITISH  TROOPS  TO 

LEXINGTON  AND  CONCORD 


OLDNC 


 NORTH  CHURCH, 

In  the  steeple  of  this  Church  on  the  night 
1775.  two  signal  lanterns  were  displayed  j 
Paul  Revere  to  warn  Col.  Conant  and  r' 
the  Charlcstown  shore,  that  the  B-itish  tr 
ing  the  Charles  River  on  their    'ay  to 
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